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2 November 1967 


25X1 


SUBJECT: Contract | | (657) -12846, Follow-On EMR Spare Part 

Requirements Thereunder. 


Dear Chuck; 


Reference is made to letter from 


same subject, STATINTL 


dated 20 October 1967, and the PSPL's tor lists Nr. 40-1/-2/-3, 
Nr. 42-1/ -2, Nr. 43-1/-2, Nr. 44-2 and Nr. 45/45-1. 

Items and quantities reflected on the PSPL's are verified. 

Regards , 


STATINTL 
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